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Nein York Electrical Soriety 


The 420th meeting of the New York Electrical Society will be held at the 
Engineering Societies Building, (Auditorium), 38 West 39th Street, New York, 
N. Y., Tuesday, May 27, 1924, at8 P.M. (Daylight Saving.) 

Mr. L. W. CHUBB of the Westinghouse Electric and Manufacturing Co., Pittsburgh, Pa., 
will talk on 


“RADIO RECEIVING AND RECEIVING APPARATUS” | 


This talk will be illustrated by special apparatus. Mr. Chubb plans to cover the various 
important schemes of receiving and to show why the different circuits are required under various 
conditions and to give some idea of the limits of selectivity and sensitivity, etc. It is planned to 
have the latest styles of receiving sets on exhibition. 


Following the paper an interesting discussion is planned in which the following authorities 
will take part: Prof. J. H. MORECROFT of Columbia, Prof. L. A. HAZELTINE of Stevens, 
J. V. L. HOGAN, Consulting Engineer, N. Y., and others. 


LADIES INVITED. H. E. FARRER, Acting Secretary. 


TELEPHONE 748 LARCHMONT 
LINE 11, WORTHINGTON, MASS. 


SCIENTIFIC AND INDUSTRIAL INFORMATION BUREAU 


Established by G. H. Guy 1892 
32 GROVE AVENUE, LARCHMONT MANOR, N. Y. 
TWINBROOK FARM, RINGVILLE, MASS. 


T. COMMERFORD MARTIN Dz > J - Zoe 
Staff Editor "7 
eH | 
A CENTRE FOR THE DIFFUSION OF AC- ve VA 
CURATE INFORMATION ON TECHNICAL tr, lon Cae . 
AND INDUSTRIAL SUBJECTS. "aes ‘ 


—_-___- 


SPECIAL ARTICLES FURNISHED ow C 
REQUEST. ° / . 
—-e__-_——e, 


INQUIRIES WELCOMED on ANY SCIEN- 


mmo work or THe enamccnna ee ¢ el Col Gein. 30. Qe Kk 
AND WORK OF THE ENGINEERING os 
SOCIETIES. : 

4 } | ye 6 : e@ 


@2Us UL AMICI IUG, 


THOMAS C. MARTIN, 
ENGINEER, [9 DEAD 


Associate of Edison, Inter- 
nationally Known, Victim 
, s of Pneumonia. 


Ceracioney, Sg 1B, JP2 
Special to The Knickerbocker Press. 


PITTSFIELD, May 17.—Thomas Com- 
merford Martin, noted electrical en- 
gineer, died at the House. of Mercy 
‘hospital here. tonight. Mr. Martin was 
Stricken with pneumonia at his sum- 
|mer home at Worthington, Mass., yes- 
terday. | 

Mr. Martin was one of the Edison 
Pioneers, made up of men who had 
spent their lives in association with the 
inventory 
Born in London July 22, 1856, Mr. 
Martin in 1877 became associated with 
Mr. Edison and in 1879 became editor 
of the Electrical Worid,;which position 
he held until 1909. He was advisory 
secretary of the National Hlectrical As- 
sociation since 1909 and also was staff 
editor of the Science and Industrial 


Information Bureau. In 1907 he was 
decorated by the French government 
for services in public electrical instruc- 
tion. From 1900 to 1915 he was cen- 
sus expert for the United States. gov- 
ernment. | , 

Mr. Martin was a noted International 
lecturer, appearing many times before 
the Royal Institution of Fnigineers at 
London, the Societie International 
Electric, France; University of Nebras- 
ka, Lehigh university and Delaware 
college. He also wrote many books, 

He was a member of the conference 

committee organized by  etgineering } 
Societies of the United States, which 
had charge of the expenditure of $1,- 
500,000 by Andrew Carnegie for con- 
struction of a united engineering bulld- 
ing, 
‘Mr. Martin was eharetnie rn of the 
Marconi fund for war rellef and the 
Florence Nightingale hospital for train- 
ing nurses in France. 

His permanent home was at Larch- 
mont Manor. He is survived by his 
second wife and two sons. 
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